ANNUAL  REPORT  FOR 

1 9 A S 

to 

THE  EVESHAM  BOROUGH  COUNCIL 

by 

J.  J.  MURRAY,  M.B.,  D.P.H. 

(District  Medical  Officer  of  Health). 


REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH  FOR  THE  YEAR,  I948. 


Mr.  Mayor,  Councillor  Mrs.  Fightingale  and  Gentlemen, 


I beg  to  present  the  Annual  Report  on 

the  health  of 

your 

District  for  the  year,  1948. 

VITAL  STATISTICS  5 

Registrar-General's  population 

estimate  - 11,680. 

BIRTiSt 

Males . 

Females.  Total. 

Legitimate 

115  ■ 

96 

211 

Illegitimate 

7 

1 

8 

122 

97 

219 

STILL-BIRTHS ; 

Males . 

• Total . 

Legit imat  e 

4 

2 

6 

Illegitimate 

— 

4 

2 

6 

Birth  rate  per  1,000  of  estimated  resident 

population 

- 18.7 

20.0 

Still-birth  rate  per  1,000  total  (live  and 

still)  births 

- 26.7 

12.5 

DEATHS  5 

^Lales . 

Females . 

lot a 1 . 

80 

69 

149 

Death  rate  per  1,000  of  estimated  resident 

population 

- 12.8 

12.8 

Deaths  from  Puerperal  causes?- 

Rates 

per  1.000  total 

(live 

and  stillT  births. 

Puerperal  Sepsis 

Nil 

Nil 

Other  Puerperal  causes 

Nil 

4.1 

Total 

Nil 

4.1 

Males . 

Females. 

lotal . 

Deaths  of  Infants  under  one  year 

5 

3 

8 

6 

Deaths  of  legitimate  infants 

5 

2 

7 

5 

Deaths  of  illegitimate  infants 

- 

1 

1 

1 

DEATH  R.1TE3  OF  INFAFTS  UNDER  ONE  YEAR 

^i.11  infants  per  1,000  live  births 

36 

25 

Legitimate  infants  per  1,000  legitimate  live  births 

33 

Illegitimate  infants  per  1,000  illegitimate 

live  births 

125 

66 

Deaths  from  Cancer  (all  ages) 

25 

17 

Deaths  from  Measles  (all  ages) 

Nil 

Nil 

Deaths  from  'Vho oping  Cough  (rll  ages) 

Nil 

Nil 

Deaths  from  Diarrhoea  (under  2 years  of  ^"^ge) 

2 

1 

Comp.'^rison  with  some  of  the  figures 

for  the 

whole  country  is 

r.s  follows:- 

md  & Va 

les.  District.  District. 

12i§7 

1912 

104Z. 

Birth  rate 

17.9 

18.7 

20.0 

Death  rate 

10.8 

12.8 

12.8 

Infant  Mort'^.lity  rate 

34.0 

36.0 

25.0 
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CAUSES  OF  DEi^TH  T;.BLE  FOR  194-8  = 


Cfusg  of  Dor.th . 

1.  Typhoid  and  parat,  fevorSo 

2.  Corobro-spinal  fover. 

3.  Scarlet  Fever, 

4.  whooping  Cough. 

5.  Diphtheria. 

6.  T.B.  of  respiratory  system, 

7.  Other  forms  of  T.B. 

8.  Syphilitic  diseases. 

9.  Influenza, 

10.  Measles. 

11.  ^xc,  polio-myel.  & polio-enccph, 

12.  xxc.  infect,  enceph. 

Cancer  (Total) 

13.  Cancer  of  buc,  cav.  & oesoph.  (M)  ) 

" " uterus,  (F)  ) 

14.  Cancer  of  stoma.ch  & duodenum.  ) 

17.  Cancer  of  breast.  ) 

16.  Cancer  - all  other  sites,  ) 

17*  Diabetes, 

18.  Intra-cranial  vase,  lesions. 

19.  Heart  diseases. 

20.  Other  dis.  of  circulatory  system. 

21.  Bronchitis, 

22.  Pneumonia. 

23.  Other  respiratory  diseases. 

24.  Ulcer  of  stomach  and  duodenum, 

25.  Diarrhoea  - under  2 years, 

26.  Appendicitis. 

27.  Other  digve,  diseases, 

28.  nephritis, 

29.  Puer.  & post-abort,  sepsis, 

30.  Other  materna.l  causes, 

31.  Premature  birth, 

32.  Can,  mal,  birth  in.j . infant  dis. 

33.  Suicide. 

34.  Road  traffic  accidents, 

35"  Other  violent  causes, 
i-ll  other  causes. 


Males . 


1 

2 


13 

1 

4 

8 

9 

24 

3 

1 

1 

2 

2 

2 


2 

2 

3 

2 

11 


5 


5 

1 

2 


12  25 


2 

1 

1 

8 

1 

6 

18 

1 

1 

1 


3 

5 

1 

16 

1 

15 

42 

1 

4 
1 
1 


1 

2 

2 


2 

2 

4 

4 


2 4 

2 

1 4 

2 

16  27 


Total  i- 


80 


69 


149 
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G^Fi]R.VL  PROVISIQTI  OF  H^a>LTK  SERVICES  IN  THS  .JIE;.. 


In  July  cf  this  yorr  the  Zivesh-nm  Isolation  Hospital  was 
trken  over  by  the  Region'll  Hcspito.1  Board.  Ho  difficulty 
h-^s  been  experiencod  in  obtrining  hospital  treatment  and 
transport  arrangements  are  quite  satisfactory. 


S...xNIT;J^Y  CIRCUI\/IoT..HCB3  of  the  district 


WYTijR  3UFPLIE3 , 

During  the  year  the  new  9-inch  main  from  Bnowshill  to 
the  Breadv/ay  Reservoir  was  laid  and  the  defective  4-inch 
cast  iron  main  at  Brockhampton  was  replaced  with  a 6- inch 
asbestos  cement  water  main.  v/rrk  was  also  started  on 

the  new  water  main  extension  in  the  Berough  from  Port  Street 
to  Hampton  and  should  bo  completed  during  the  early  part  of 
194-9 • in  addition  water  mains  were  extended  in  throe 

cases  to  cater  for  new  housing  needs  in  the  tovm. 

The  quality  of  the  Borough  water  is  quite  satisfactory 
and  the  supply  h^s  been  adequately  maintained  throughout  the 
year. 

Thirteen  samples  of  water  were  taken  at  scurce  for 
bacteriolcgicrl  examination  of  which  one  proved  to  be 
uns'^t isfactory  - this  apparently  being  due  to  slight  surface 
contamination.  To  prevent  any  further  possible  surface 

contamination  it  is  proposed  to  erect  protective  rabbit  and 
stock  proof  fencing  and  raise  the  manhole  access  lids  at  the 
springs . 

Six  samples  of  water  were  also  taken  at  source  for 
chemica.l  analysis,  all  of  which  proved  satisfactory. 

Of  fourteen  samples  of  water  taken  in  the  Borough  for 
bacteriological  examination  and  chemica.l  analysis,  one  proved 
unsatisfactory  due  to  a fracture  on  one  of  the  supply  mains 
to  the  town. 

In  addition  to  the  protective  works  at  the  springs  it  is 
also  proposed  to  install  new  chlorinating  equipment  at  the 
Broadway  Reservoir. 

There  is  no  evidence  of  any  plumbo-solvent  tendency. 

^^11  houses  in  the  Borough  are  supplied  by  piped  water 
and  no  stand-pipes  are  in  use  for  domestic  supply. 


SHvlSRi.GS  iTITD 3B-Ji.GB DISF03/J^ . 

V/ork  on  the  proposed  new  3ewage  Disposal  Works  has 
still  not  been  proceeded  with  owing  to  the  shortage  of 
m^teri^^ls  and  labour.  .*s  previously  reported  provisional 

approv-'"!  h''S  "Ire-'^dy  been  given  by  the  Ministry  of  Health. 
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HOUSII^TG, 


-x  further  64  trrdit ion-'^l  Council  Houses  hnve  been 
erected  in  the  Borough  during  the  yee.r  making  total  of 
93  permanent  houses  and  29  temporary  bung-'^lows  built  since 
the  end  of  the  'h'^r. 

The  Contractors  for  the  site  preparation  work  ^'nd 
the  first  ^0  permanent  pref abric^'^ted  houses  have  nov/  started 
on  the  new  housing  site  at  Peewit  Hoad,  Hampton, 


IH3PECTI0H X.KD 3UPSHVISI0H 

OF FOOD. 


Inspect ions  of  premises  under  the  Food  & Drugs  and 
Public  Health  -^cts  are  carried  out  by  your  Sanitary  Inspector. 

The  inspection  of  meat  and  other  foods  h'''S  been  carried 
out  by  a part-time  Sanitary  Inspector  (Capt.  G.C .Lancaster , 
F.H.C.V.3.)  up  until  his  resignation  in  October  of  this  year 
.^nd  since  then  by  your  Sanitary  Inspector.  x.rr'^ngemsnts 
h'=’.ve  been  made,  however,  for  the  appointment  of  an  additional 
Sanitary  Inspector  v;ho  will  take  over  this  work  in  the  new 
year. 


**  total  of  20  tons  1 cwt . of  food  was  condemned  as 
unfit  for  hum'^.n  consumption  during  the  year. 


FOOD POISONING. 

There  were  no  outbreaks  of  food  poisoning  in  the 
district  during  the  year. 


FACTORIES  ACT,  1957. 


Part  I of  the  Act. 


1.  Inspections  for  the  purposes  of  provisions  as  to  health. 


Premises 


Factories  in  vjhich 
Sec,  1,2, 3, 4 & 6 ors 
to  be  enforced  by 
Local  Authorities. 


Number  on 
Register 


19 


Inspections 


Number  of 

Written 

Notices 


Occupiers 

Prosecuted 


(11)  Factories  not 

included  in  (1)  in 
which  Sec.  7 is 
enforced  by  the 
Local  Authority. 


84 


(111)  Other  premises  in 
which  Sec.  7 is 
enforced  by  the  Local 
Authority  (excluding 
outworkers  premises). 


103 


2.  Cases  in  which  defects  vjere  found. 


Particulars, 

Number  of  cases  in  which  defects 
were  found. 

Nuraber  of 
cases  in 
which 

prosecutions 

were 

instituted. 

Found 

Remedied 

Referred 

To  H.::. 
Inspector 

H.M.-, 

Inspector 

Want  of  cleanliness 

- 

- 

- 

1 

- 

Overcrowding 

- 

- 

- 

- 

- 

Unreasonable  temperature 

- 

- 

- 

- 

- 

Inadequate  ventilation 

- 

- 

- 

- 

Ineffective  drainage 

of  floors 

- 

- 

- 

- 

- 

Sanitary  Convonicnces ; 

(a)  Insufficient 

— ' 

- 

- 

- 

(b)  Unsuitable  or  defective 

- 

- 

- 

1 

(c)  Not  separate  for  sexes 

- 

-• 

- 

- 

- 

Other  offences  against 

the  Act. 

— 

- 

* 

1 

— 

Total: - 



1 - 1 - - 
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FACTQRI£.S  ACT,  19^7 . 

Part  VIII  of  the  Act . 

Outwork c 

Duri'i^g  the  year  3 Outworkers  were  employed  in  the 
Borough  on  Glove  I'iaking.  ‘'orking  conditions  were 

found  to  be  satisfactory. 


PRBVALBFCB  OF,  A''"D  COFTROL  OVER.  I^TSCTIOUS  DI3EA3ES . 

Notified  diseases  (other  than  Tuberculosis)  during  the 
year,  194-8. 


Disease , 

Total  Cases 

Admitted  to 

Total 

Fotified . 

Hospital . 

Deaths . 

ocsrlet  Fever 

17 

6 

- 

Diphtheria 

- 

- 

- 

Dnteric  Fever 

- 

- 

- 

Puerperal  Pyrexia 

2 

2 

- 

Pneumonia 

8 

- 

1 

Dysentery 

- 

- 

- 

Measles 

126 

- 

- 

..hooping  Cough 

20 

- 

- 

Erysipelas 

1 

- 

Opthalmia  Feonatorum 

- 

- 

- 

Cerebro-spinal  Fever 

- 

- 

- 

Acute  Poliomyelitis 

- 

- 

- 

178 
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A'^ALYJIS  OF  TOTAL  TOTlFlE-p  I^TilCTIOUS  DIo.dASE5 

CAjYS  (other  then  Tuberculosis)  DURING  ThS 



Age  Groups „ 


C, 


•rH 

X 

O 

• 

0 

p 

p 

CD 

0 

> 

« 

> 

CD 

CO 

CD 

Pn. 

•H 

u. 

1 — 1 

u 

CO 

+-> 

CD 

CD 

p 

CD 

•H 

0 

1 — 1 

u 

Cl, 

U 

0 

L 

ej 

-p 

0 

o 

*r-\ 

p 

P 

0 

n 

4 

P-, 

55 

bc 

p 

O 

O 

• 

o 

Ct 

•P 

P 

« 

a 

0 

0 

p 

o 

-P 

0 

•rH 

e 

P 

1 — 1 

p. 

p 

0 

0 

o 

0 

0 

C- 

o 

G 

>> 

,0 

55 

Ph 

n 

53 

B 

• 

p 

• 

P 

0 

0 

P 

> 

•P 

P 

0 

+-> 

+-■ 

r- 

•H 

cv: 

I — 1 

P 

rH 

0 

p 

C 

0 

P 

s 

o 

•H 

o 

0 

P, 

•p 

Cj 

CO 

0 

rP 

1 — 1 

•H 

1 

O 

0 

e 

o 

fP 

P^ 

1 — 1 

p 

•H 

c„ 

55 

0 

0 

55 

0 

-P 

-P 

P 

P 

P 

a 

0 

O 

•'4 

o 

•cT’** 

Under  1 ye.'',r 

- 

1 

2 years 

2 

3 

- 4 ■' 

1 

5 

- 10  '' 

8 

11 

- 15 

6 

l6 

- 20  ” 

21 

- 35  " 

- 

36 

- 45  " 

- 

46 

- 65 

- 

66 

and  over 

- 

- 2 
- 1 


7 4 - - - - 

28  9 - - - 

43  6 - - - - 

42  1 - - - _ 

cr 


2 1 

- 1 

- 3 


3.  - - - 

l - - - 

1 - - - 


17  - - 2 8 - 126  20  5 - - - 


DIPHTERIA, 

Eo  cases  mere  notified  during  the  year. 


WHQOPI^^^G  COUGH  & I.jEASLES  . 

A number  .of  Measles  cases  occurred  during  the  first 
six  months  of  the  yep.r,  the  groups  chiefly  affected  were 
those  who  ^''^ere  school  entrants. 

V/hooping  Cough  incidence  fell  chiefly  on  the  pre- 
school population. 

There  were  no  deaths  from  either  disease. 


SCARLET  FEVSH , 

There  was  an  increase  in  the  number  of  Scarlet  Fever 
cases  notified _ but  the  disease  was  only  of  a mild  type. 

Six  of  the  cases  received  hospital  treatment  but 
there  were  no  deaths  from  the  disease. 

The  majority  affected  were  children  of  the  5 ~ 15  years 
age  group . 
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DI  PrITKERIA  IMOT'I  Z;.T  101^^ . 


The  imrauniz''! ion  of  children  rgpinst  Diphtheric,  hes  been 
carried  on  -'actively  during  the  yecr  rnd  now  comes  und,-.r  the 
control  of  the  '’'orcost orshire  County  Council, 


TUB^CULOSIo  . 

The  following  table  gives  particulars  of  the  l8  new  c'^.ses 
of  Tuberculosis  (as  -^grinst  11  in  194-7),  “^nd  of  "11  deaths  from 
the  disc"se  in  the  are"  during  194-8, 


D£,.TH3. 


■ge  vrroups 


Pulmonary < 
M,  F. 


'on-Pulmon . Pulmonary , Fon-Pulmon 
F,  F.  y.  F,  M,  F, 


Under  1 ye"r 
1 - 4 yer-rs 

5 - 14  ■ 
15-24  " 

25  - 34  ” 

35  - 44  " 

45  - 54  " 

55  - 64  " 

65  "nd  over 


1 

1 

1 2 
3 1 
1 
2 

1 


1 


1 

1 


1 


3 

2 

1 


1 


8 5 23  - 6 1 


I2iz- 

ilumber  of  deaths  from  non-notified  Tuberculosis  - 2 1 

Total  number  of  Tuberculosis  deaths  - 7 7 


-xS  far  as  it  can  be  evaluated  the  hof'lth  standards  in  the 
Borough  are  quite  satisfactory. 


I am  indebted  to  the  Sanitary  Inspector  and  his  staff  for 
their  assistance  during  the  year. 


I am,  Gentlemen, 

Your  obedient  Servant, 
J.  J.  MURRAY 


Medical  Officer  of  Health, 


